Year 2018 


Beach 
Norbaston 


Sidewind 


Year 2019 


Beach 
Norbaston 


Yearly Review Analysis 


District Rubbish Collected KG Clean Ups 
Crimbuston 221 4d. 
Northend 247 1 


Total Rubbish Collected 


Total Clean Ups 


District Rubbish Collected KG Clean Ups 
Crimbuston 229 1 


Total Rubbish Collected 


Total Clean Ups 


Cleanliness Rating 


468 


Cleanliness Rating 


229 


